88  PEAKS AND GLACIERS OF NUN RUN
It may be said that this peak has been measured by a single vertical angle, and its height placed thereby at 22,810 feet. This at best can only be considered an approximate height, as surveyors universally admit that no measurement of a high peak by one angle only can be considered reliable. Colonel Burrard in his recent work, The High Peaks of Asia, part 1, p. 23, says, * A single intersection of a peak from a single station deserved no weight whatever: it may give a result hundreds of feet in error.*
By this ascent Mrs Bullock Workman not only broke her last record-ascent for women of 22,568 feet, but won a place with Dr Workman in the small band of mountaineers who have reached a height of over 23,000 feet. On the way down the party ascended a projecting rock-needle at somewhat over 23,000 feet, where Dr Workman photographed them. The united party continued the descent. This was rendered dangerous by the now softened snow, through which our feet sank to hard ice, and great caution was necessary with every step* There was also danger from avalanches, which is always present on afternoon-descents of